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1, ‘The Rumanian state concern Lonen, an off-shoot of Petrosani which controls 
a group of coal mines, has placed an order which has been approved 
and confirmed by Petrolexport for electrical equipment. 


2, This equipment is being purchased via BMEG SA (in Switzerland) and consists of é 
four transformers for outside use of 1,700 kva, one tranaformer for inside use of 
250 kya, and four trenaformers for inside use of 200 kraj and in acauescs all 
the neseasary wiring, lightning conductors, et cateras. 


3, Thies equinment will be delivered within 50 days from the time of order by the 
Italian firm of Petrosari and Sons. Payment will be in dollars and amount in 
ail to some 50,000 dollars. 
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